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(No Subject) 


From: Bryan Pesta (bpesta22@cs.com) 
To:  bpesta22@cs.com 
Date: Saturday, May 20, 2023 at 09:36 AM EDT 


We explained in reply to Wang. Renewal was not approved till after it was published, so it didn't fill criteria or new 
publications. 


Submitted report for renewal. Was published. Renewal went through. Asked to report anything that was published 
since renewal. Fell in a grey zone. 


There was literally no error on our part. 


NIH was just looking for an excuse and that looked like an error on first blush. But wasn't. 


Sent from AOL on Android 
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